fj 


/i; V : 




r 








c 






»*■.’■£ V..'S ' 






OBSERVATION: Smoke solution from ordinary cigarettes pro¬ 
duced 3 times the edema produced by Philip Morris cigarettes.* 

CLINICAL TESTS • When smokers with irritation of the nose 

and throat due to smoking changed to Philip Morris, every case of 
irritation cleared' completely or definitely improved.** 
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